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Message Text 


E.O. 1 1652 N/A 
TAGS: BTIO, BEXP, TU 

SUB J : FOREIGN GOVERNMENT TENDER: PREQUALIFICATION APPLICATION FOR 
TURBINES, GENERATORS AND VALVES FOR KOKLUCE HYDROELECTRIC POWER 
PLANT 


REF: 75 ANKARA A-64 (PAGE 10) 

1. 489/01/T0015 
2. 072778 

3. M. ISHAKBEYOGLU 

4. 489 TURKEY 

5. N. 

6A SUBMIT PREQUALIFICTION APPLICATIONS TO - 
6B. — 

6C. DSI GENEL MUDURLUGU (STATE HYDRAULIC WORKS) 

BARAJLAR VE HIDROELEKTRIK SANTRALLAR DAIRESI BASKANLIGI 
ISMET INONU BULVARI 
ANKARA, TURKEY 

7. - 

8.091578 

UNCLASSIFIED 
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9.201 

10. 99151XX - 35111XX - 34942XX - 3441381. VALUE NOT KNOWN. 

TURKISH GOVERNMENT AGENCY STATE HYDRAULIC WORKS (DSO) HAS 
INVITED INTERESTED FIRMS TO PREQUALIFY FOR BIDDING ON INTERNA- 
TIONAL COMPETITIVE BASIS FOR SUPPLY AND ERECTION OF: 

A) TWO HYDRAULIC FRANCIS TYPE TURBINES OF 48,3 MW 
EACH VERTICAL, SHAFT AND OPERATING UNDER NET HEAD 428 
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METERS AT 600 RPM INCLUDING GOVERNING SYSTEM, AND 

PRESSURE REDUCING VALVES; TWO GENERATORS OF 50 

MVA COUPLED WITH TURBINES INCLUDING GENERATOR 

LEADS; TWO SPHERICAL INTAKE VALVES; ONE 

EMERGENCY BUTTERFLY VALVE; TWO THREE PHASE 

POWER TRANSFORMERS OUTDOOR TYPE; SWITCHYARD EQUIPMENT 

WITH A CAPACITY OF 50 MVA, 13,8/154 KV; 154 KV 

AND CORRESPONDING CONTROL, MEASURING, PROTECTION 

AND STATION SERVICE EQUIPMENT; AND, 

B) PENSTOCK UNDER THE MAXIMUM TOTAL WATER PRESSURE 
OF 55 METERS, DIAMETER; 2,10-3,80 METERS, LENGTH, 

APPROX. 2000 METERS INCLUDING EXPANSION OF FLEXIBLE 
JOINTS, MOVABLE AND FIXED SUPPORTS, FIELD FREIGHT 
AND PASSENGER ELEVATORS INCLUDING NECESSARY 
ACCESSOREIS FOR KOKLUCE HYDROELECTRIC POWER PLANT 
LOCATED IN TOKAT PROVINCE ON YESILIRMAK RIVER. 

1 1. IN THEIR PREQUALIFICATION PACKAGE, INTERESTED 
FIRMS ARE RQUESTED TO SUBMIT DATA AND DOCUMENTS REGARDING 
SIMILAR WORK PREVIOUSLY CARRIED OUT. INFORMATION SUCH AS 
LOCATION OF PRLJECT(S), NAME AND ADDRESS OF OWNER(S), 
TECHNICAL INFORMATION ON TYPE AND CAPACITY OF DAMS BEING 
UNDERTAKEN SHOULD ALSO BE INCLUDED. SINCE TENDER CALLS FOR 
PROCUREMENT OF COMPLETE LIST OF MACHINERY AND EQUIPMENT, 
PARTIAL OFFERS WILL NOT BE CONSIDERED. HOWEVER, INTERESTED 
FIRMS MAY WISH TO FORM JOINT- VENTURES WHERE COMPLETE 
MACHINERY CANNOT BE SUPPLIED BY A SINGLE FIRM AND PARTICIPATE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 ANKARA 05467 281157Z 

IN BIDDING UNDER RESPONSIBILITY OF THE "PILOT FIRM." OFFERS 
WITH CREDIT ARRANGMENT WILL BE ACCEPTED. THOSE APPLYING 
WITHOUT CREDIT OFFERS WILL BE DISQAULIFIED. 

DILLON 


UNCLASSIFIED 
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